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Message Text 



CONFIDENTIAL 

PAGE 01 PORT A 01344 071954Z 
64 

ACTION OC-06 

INTO OCT-OI ARA-10 ADP-00 CCO-00 OCL-00 SY-10 /027 W 

028220 

P07I930ZAUG 73 

PM AMEMBASSY PORT AU PRINCE 
TO SECSTATE WASHDC PRIORITY 6823 
INTO ATO WASHDC PRIORITY 

CONPIDENTIAL PORT AU PRINCE 1344 

POR RCO/ARA FROM CEO CAMUTI 

E.O. 11652: XGDS-2 
TAGS: ACOM 

SUBJECT: SHIRT .PEP ENCLOSURE DOOR - CRU 

1 . PROBLEM WITH DOOR IS FOLLOWING: 

DEFECTIVE DUNCO REVERSING CONTACTOR TYPE 
A275KXX91, CORES 120 VOLTS - 60 CYCLES, 

(BREAKER SWITCH ASSEMBLY). LOCATED IN 
LOWER REPEAT LOWER DOOR ASSEMBLY. 

2. INTERIOR CONTACTS IN ASSEMBLY BURNT 
UP. CAN NOT REPAIR. 

3. ABOVE PART NEEDED AT POST TO EFPECT 
REPAIRS. CRO STATES HE BELIEVES HE CAN 
REPLACE UNIT UPON ARRIVAL. 

4. UPPER DOOR OPENER ASSEMBLY NOT NEEDED. 
CORCORAN 



CONPIDENTIAL 



NNN 
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Document Number: 1973PORTA01344 
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Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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Subject: SHIELDED ENCLOSURE DOOR - CRU 
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